aa ANARE KREN] (Awan) 


Application for General Acceptance of Pipes and Fittings for Plumbing Systems 


D. EXP RHS| 


Guideline of Submissions 


TE: ES RFSRR o AARE” AE 3583 4086 HAE is E Hk 
Note : This guideline is for reference only. For enquiries, please contact the Material Control Unit at: 3583 4086. 



























































































































































































































































Hie Ae 
45| Guideline Application 
Form Items 
1. WMATA RIA e 
List out all the models for application. C(8) 
2. BAAR COPIA eae A fe e MR as Se a Te 
FET] DARE SS — TY FS Re EAE ° 
Single general acceptance letter will be issued based on listed models in C(8). If you wish to 
obtain separated general acceptance letter, you may submit your application by separated 
application letter and this Form. 
3. BITRPDRIESIS C(8) PERS AY Bo Bae 0 H Sc LE fe RAVES} E e 
Please ensure that all the information mentioned in C(8) is consistent with the information 
mentioned in the submitted supporting documents. 
4. EREA Be AC a ASC PE Ee FRE) = (AAPA © 
Please ensure that all supporting documents you submitted are still valid for at least three C(8),D(3)&E(3) 


month from the date of submission. 





















































5 Alb (Awg) HAR > MSR EA Bs ee mA Be SS EC ) » 
Br We OC Fay LAY FH R ° 
For the GA application, separated application form is required for different types of applied G(1) 
products or models (excluded pipes and pipe fittings) 


















































6. GE DE TIE o 
Each model of product should be supported by valid supporting document. G(2) 













































































7. FER 2 (ree B ses wh Ase FRNA RMA > ARR ° 
2 sets of product catalogue should be provided. Please cross out the irrelevant models and sizes 
in the catalogue for indication. 





























G(2)(b) & (c) 









































8. KEE m HARR A ea A4 SRA BRE BELL PS 
Catalogue/fact sheets shall explicitly provide the following information, preferable with the 
paper size not larger than A4. 













































































































































































a) EERTE fh AWRA 
name of the manufacturer Real product photos 
b) Ese her ASE g) Tele 
full address of the factory sectional drawings 
C) aE Be A J h)  Æm EARE 
brand and model reference body markings on the product 
d)  ÆminHH ee 
description of product diagrams with dimensions 
e) AKitRY indicated 





size of the fitting water inlet 














10 R1, Dec 2019 


